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THIS IS UNEVALUATED INFORMATION 


A switchboard 
woe installed at a police office on Jeimsstrasse at wvadenthelr 


pad 
pe. 


Lasdeburg-ilnelistadt (kh 53/Y 60), The police office was not 

recognized as such from tue stract. 

2, The switchboard had 100 extensions. Most oi tre operators were plain~ 
clothes police, 

3, the circuits of tue switchboard included tarec iocal-exchange lines, 
a direct line to the Uardeburg police headquarters, and anobaer 


direct line to an LVD office on Forsestrasss, Uagdebury, 


Bost of the calls were made to tie MVD office on rorssstragge.. 
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